
# Obtain the name (or id) for the image
glance index

# Use the Nova CLI to boot an instance based on our tty-linux image
nova boot --flavor 1 --image tty-linux MyFirstInstance

# List all the instances paying attention to their status
nova list

# Show the detail for an instance
nova show MyFirstInstance

# Once the instance is active, ping it's ip Address
ping 10.0.0.3 # Replace with the IP of your instance

# Log into the instance (username: "root", password: "password")

ssh root@10.0.0.3 # Replace with the IP of your instance

# Type 'exit' to leave the instance.

# You can use other tools like virsh
sudo virsh list --all

# Use the Nova CLI to delete the instance
nova delete MyFirstInstance

# Listing should show that our instance has been deleted
nova list
